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Portable Crane and Hoist 



Size 3A 


DIMENSIONS 
SIZE A 

Price.$100.00 

Height of Crane, 6 feet, 4% inches. 

Height of hoist, 4 feet, 3 inches. 

Width of bed: Outside, 2 feet, 6 inches; 

inside, 1 foot, 9% inches. 

Length of bed, 2 feet, 11 inches. 

Height of bed, 11% inches. 

Overhang, 2 feet, 1% inches. 

Capacity, 1 ton. 

Weight, 480 pounds. 

SIZE A 


SIZE 2A 

Price.$112.50 

Height of Crane, 7 feet, 6 inches. 

Height of hoist, 6 feet, 3 inches. 

Width of bed: Outside, 2 feet, 10 inches: 

inside, 2 feet, 2% inches. 

Length of bed, 3 feet, 5 inches. 

Height of bed, 12 inches. 

Overhang, 2 feet, 7% inches. 

Capacity, 2 tons. 

Weight, 800 pounds. 

SIZE 3A 

Price.$112.50 


Price.$100.00 

Height of Crane, 6 feet, 4% inches. 

Height of hoist, 5 feet, 3 inches. 

Width of bed: Outside, 2 feet, 8 inches; 

inside, 2 feet, % inch. 

Length of bed, 3 feet, 2 inches. 

Height of bed, 12 inches. 

Overhang, 2 feet, 4% inches. 

Capacity, 1% tons. 

Weight, 665 pounds. 


Height of Crane, 7 feet, 6 inches. 

Height of hoist, 6 feet, 3 inches. 

Width of bed: Outside, 3 feet, 3 inches; 

inside, 2 feet, 4 inches. 

Height of bed: Front, 10% inches; back, 
6% inches. 

Length of bed, 3 feet, 10 inches. 
Overhang, 2 feet, 7% inches. 

Capacity, 2 tons. 

Weight, 785 pounds. 
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Portable Cranes and Hoists 


SIZE It 

Price.$125.00 

Height of Crane, 8 feet, 4 inches. 

Height of hoist, 7 feet, 3 inches. 

Width of bed: Outside, 3 feet, 2 inches; 

inside, 2 feet, 6*6 inches. 

Length of bed, 3 feet, 10 inches. 

Height of bed, 12 inches. 

Overhang, 2 feet, 8*6 inches. 

Capacity, 2% tons. 

Weight, 1,000 pounds. 

SIZE 3B 

Price.$125.00 

Height of Crane, 8 feet, 4 inches. 

Height of hoist, 7 feet, 3 inches. 

Width of bed: Outside, 3 feet, 8 inches; 

inside, 2 feet, 9 inches. 

Length of bed, 3 feet, 10 inches. 

Height of bed: Front, 10*6 inches; back, 
6^6 inches. 

Overhang, 2 feet, 8*6 inches. 

Capacity, 2*6 tons. 

Weight, 1,000 pounds. 

SIZE C 

Price.$150.00 

Height of Crane, 9 feet, 5 inches. 

Height of hoist, 8 feet, 4 inches. 

Width of bed: Outside, 4 feet, 2^6 inches; 

inside, 3 feet, 7 inches. 

Height of bed, 12 inches. 

Length of bed, 3 feet, 11 inches. 

Overhang, 2 feet, 11 inches. 

Capacity, 3 tons. 

Weight, 1,240 pounds. 

SIZE 3C 

Price.$150.00 

Height of Crane, 9 feet, 5 inches. 

Height of hoist, 8 feet, 4 inches. 

Width of bed: Outside, 4 feet, 2 inches; 

inside, 3 feet, 6 inches. 

Length of bed, 4 feet, 1 inch. 

Height of bed: Front, 12 inches; back, 
7 inches. 

Overhang, 2 feet, 11 inches. 

Capacity, 3 tons. 

Weight, 1,240 pounds. 

Digitized by Google 


SIZE D 

Price.$175.00 

Height of Crane, 9 feet, 5 inches. 

Height of Hoist, 8 feet, 4 inches. 

Width of bed: Outside, 4 feet, 6^6 inches; 

inside, 3 feet, 11^6 inches. 

Height of bed, 12 inches. 

Length of bed, 4 feet, 11 inches. 

Overhang, 3 feet, 11 inches. 

Capacity, 3 tons. 

Weight, 1,300 pounds. 

SIZE E 

Price.$175.00 

Height of Crane, 11 feet, 8 inches. 

Height of hoist, 10 feet, 7 inches. 

Width of bed: Outside, 4 feet, 6*6 inches; 

inside, 3 feet, 11*6 inches. 

Height of bed, 12 inches. 

Length of bed, 4 feet, 11 inches. 

Overhang, 3 feet, 11 inches. 

Capacity, 3 tons. 

Weight, 1,500 pounds. 

SIZE 3E 

Price.$175.00 

Height of Crane, 11 feet, 8 inches. 

Height of hoist, 10 feet, 9 inches. 

Width of bed: Outside, 4 feet, 7*6 inches; 

inside, 3 feet, 11*6 inches. 

Height of bed: Front, 12 inches; back, 

7 inches. 

Length of bed, 4 feet, 11 inches. 

Overhang, 3 feet, 11 inches. 

Capacity, 3 tons. 

Weight, 1,600 pounds. 

SIZE F 

Price.$200.00 

Height of Crane, 12 feet, 9 inches. 

Height of hoist, 11 feet, 8 inches. 

Width of bed: Outside, 4 feet, 10*6 inches; 

inside, 4 feet, 3*6 inches. 

Height of bed, 12 inches. 

Length of bed, 6 feet, 1 inch. 

Overhang, 4 feet, 1 inch. 

Capacity, 3 tons. 

Weight, 1,940 pounds. ilfrcn 
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